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Denture, complete 
Duplication of complete dentures using a sectional mold tech 
nique (Mohamed and Faraj). 2001;85:12-4 
he influence of maxillary central incisor position in complete 
dentures on /s/ sound protection (Runte ct al 
2001:85:485-95 
Masticatory muscle activity assessment and reliability of a portable elec 
tromyographic instrument (Bowley and Marx ). 2001;85:252-60 
A patient-based assessment of implant-stabilized and conven 
tional complete dentures (Allen et al). 2001;85:141-7 
A simple, predictable method for repositioning a complete denture 
for soft-lining procedures (Aloul and Hansen ). 2001;85:629-30 
The speaking method in measuring vertical dimension 
(Silverman ). 2001;85:427-31 
Teaching an abbreviated impression technique for complete den 
tures in an undergraduate dental curriculum (Duncan and 
lavlor). 2001;85:121-5 
Use of a patient’s old complete denture to determine vertical 
dimension of occlusion ( Bissasu ). 2001;85:413-4 
Using the neutral zone to obtain maxillomandibular relationship 
records for complete denture patients (Alfano and Leupold) 
2001;85:621-3 
Denture, overlay 
Laboratory processing of housing-retained attachments for 
implant-supported overdentures (Choy and Reimer 
2001;85:516-8 
Masticatory muscle activity assessment and reliability of a 
portable electromyographic instrument (Bowley and Marx 
2001;85:252-60 
A randomized clinical trial comparing the efficacy of mandibular 
implant-supported overdentures and conventional dentures 
in diabetic patients. Part IV: comparisons of dietary intake 
(Hamada et al). 2001;85:53-60 
Denture, partial 
The influences of partial denture design on distribution of force 
to abutment teeth (Frechette ). 2001;85:527-39 
Denture, partial, fixed 
Cement-retained prostheses in implant dentistry: a clinical report 
(Rocha de Carvalho et al). 2001;85:345-8 
How to achieve a path of insertion for a provisional fixed partial 
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Lynch and 


denture retained by stainless steel posts 
McConnell). 2001;85:205 

A multifunctional, provisional, implant-retained fixed partial 
denture (Tung et al). 2001;85:34-9 


\ simple method to detect undercuts during tooth preparation 


tor fixed prosthodontics Leles and 


2001;85:521-2 


Compagnoni 


Ten-vear survival rates of teeth adjacent to treated and untreated 
posterior bounded edentulous spaces 
2001;85:455-60 

Denture, partial, removable 


Aquilino et al 


Cement-retained prostheses in implant dentistry: a clinical report 
Rocha de Carvalho et al). 2001;85:345-8 

Load distribution in extension saddle partial dentures ( Hindels 
2001:85:324-9 

The pontic-splinted procedure for tooth and denture base addi 
tions in denture repair (Mou and Chai). 2001;85:126-8 

len-vear survival rates of teeth adjacent to treated and untreated 
posterior bounded edentulous spaces 


2001:85:455-60 


Aquilino et al 


Che use of linear occlusion to treat a patient with combination 
syndrome: a clinical report (Jameson). 2001;85:15-9 
Denture bases 
Phe pontic-splinted procedure for tooth and denture base addi 
2001;85:126-8 


Repair of denture base resin using woven metal and glass fiber 


tions in denture repair (Mou and Chai 


effect of methylene chloride pretreatment (Nagai et al 
2001 ;85:496-500 
Denture design 
lhe influences of partial denture design on distribution of force 
to abutment teeth (Frechette ). 2001;85:527-39 
Denture flasking 
Modification of a Super-Sep bottle for paint-on application of a 
separating medium used 


2001;85:415-7 


n flasking dentures (Asher et al 


Denture liners 
Augmentation of obturator retention by extension into the nasal 
aperture: a clinical report ( Pigno and Funk). 2001 ;85:349-51 
Effects of triclosan on the cytotoxicity and fungal growth on a 
soft denture liner (Lefebvre et al). 2001;85:352-6 
Practical application of polyurethane and Velcro in maxillotacial 
prosthetics (Grant et al). 2001;85:281-3 
\ simple, predictable method for repositioning a complete denture 
tor sott-lining procedures (Aloul and Hansen ). 2001;85:629-30 
Denture repair 
rhe pontic-splinted procedure tor tooth and denture base addi 
2001;85:126-8 


Repair of denture base resin using woven metal and glass fiber 


tions in denture repair (Mou and Chai 


effect of methylene chloride pretreatment 
2001:85:496-500 
Denture retention 


Nagai ct al 


Augmentation of obturator retention by extension into the nasal 
aperture: a clinical report ( Pigno and Funk). 2001;85:349-51 

Cement-retained prostheses in implant dentistry: a clinical report 
Rocha de Carvalho et al). 2001;85:345-8 

How to achieve a path of insertion for a provisional fixed partial 
denture retained by stainless steel posts (Lynch and 
McConnell). 2001;85:205 

Laboratory processing of housing-retained attachments for 
implant-supported overdentures (Choy and Reimer 
2001;85:516-8 

Load distribution in extension saddle partial dentures ( Hindels). 
2001:85:324-9 


Practical application of polyurethane and Velcro in maxillofacial 
prosthetics (Grant et al). 2001;85:281-3 
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Dextrans 
Macromolecular leakage beneath full cast crowns: a two-year in 
vitro investigation (Coleman et al). 2001;85:20-5 
Diabetes mellitus 
A randomized clinical trial comparing the efficacy of mandibular 
implant-supported overdentures and conventional dentures 
in diabetic patients. part IV: comparisons of dietary intake 
Hamada et al). 2001;85:53-60 
Diagnostic imaging 
Fabrication of imaging and surgical guides for dental implants 
Almog et al). 2001;85:504-8 
Diagnostics 
Chree-dimensional quantification of color-marked occlusal 
paths on anatomically oriented casts (Dirksen et al). 
2001;85:156-61 
Diastema 
Restorative and orthodontic treatment of maxillary peg incisors: 
a clinical report (Schmitz et al). 2001;85:330-4 
Dies 
Effect of evaporation and mixing technique on die spacer thick 
ness: a preliminary study (Psillakis et al). 2001;85:82-7 
Simplified procedure for preparing removable dies (Thornton 
2001;85:306-7 
Diet 
A randomized clinical trial comparing the efficacy of mandibular 
implant-supported overdentures and conventional dentures 
in diabetic patients. part IV: comparisons of dietary intake 
Hamada et al). 2001;85:53-60 
Digital radiography; see Radiographic image enhancement 
Discoloration; see Tooth discoloration 


E 
Editorials 
Editorial: evidence-based dentistry article series (McGivney 
2001;85:525-6 
Editorial 


Soucher). 2001:85:219 


Guidelines for McGivney 
2001;85:4-6 

Reviewers’ guide to evaluating manuscripts 

2001;85:315-8 


reporting statistical results 
McGivney 


Why should you publish in The Journal of Prosthetic Dentistry? 
Letebvre ). 2001;85:313-4 
Education, dental 
feaching an abbreviated impression technique for complete den 
tures in an undergraduate dental curriculum (Duncan and 
lavlor). 2001;85:121-5 
Elasticity 
Stress distribution around maxillary implants in anatomic pho 
toclastic models of varying geometry. Part I (Gross et al). 
2001 ;85:442-9 
Stress distribution around maxillary implants in anatomic pho 
toclastic models of varying geometry. Part IIT (Gross and 
Nissan ). 2001:85:450-4 
Elastomers; see Rubber 
Accelerated color change in a maxillofacial elastomer with and 
without pigmentation (Gary et al). 2001;85:614-20 
Effect of adhesive retention of maxillofacial prostheses. Part 2: 
time and reapplication ( Kiat-amnuay et al). 2001;85:438-41 
Electrochemistry 
Electrochemical corrosion of titanium and titanium-based alloys 
Kuphasuk et al). 2001;85:195-202 
Electromyography 
Masticatory muscle activity assessment and reliability of a 
portable clectromyographic instrument (Bowley and Marx). 
2001;85:252-60 
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Elements 
Use of inductively coupled plasma-emission spectroscopy and 


mercury vapor analyses to evaluate elemental release from a 
high-copper dental amalgam: a pilot study (Cohen and 
Penugonda). 2001;85:409-12 

Endodontics 


Microleakage of endodontically treated teeth restored with fiber 


posts and composite cores and cyclic loading: a confocal 
microscopic study (Mannocci et al). 2001;85:284-91 
Endosseous implantation; see Implantation, endosseous 
Equipment and supplies 
Effect of evaporation and mixing technique on die spacer thick 
ness: a preliminary study (Psillakis et al). 2001;85:82-7 
Modification of a Super-Sep bottle for paint-on application of a 
separating medium used in flasking dentures (Asher et al). 
2001:85:415-7 
Simplified procedure for preparing removable dies (Thornton). 
2001;85:306-7 
Simplified radiographic-surgical template for placement of mul 
tiple, parallel implants (Solow). 2001;85:26-9 
Equipment reuse 
Methods for recycling discarded mouth guard sheets (Maeda et 
al). 2001;85:203-4 
esthetics 
Accelerated color change in a maxillofacial elastomer with and 
without pigmentation (Gary et al). 2001;85:614-20 
rhe double-inlay technique: a new concept and improvement in 


‘ design (Dailey et al). 2001;85:624-7 

Ee: Evolution of dental ceramics in the twentieth century (McLean 
2001;85:61-6 

cs Fabrication of a digitally scanned, custom-shaped abutment: a 
Pi clinical report (Marchack and Yamashita). 2001;85:113-5 


In vitro color stability of double-layer veneers after accelerated 
a aging (Heydecke et al). 2001;85:551-7 
lhe influences of partial denture design en distribution of force 
to abutment teeth (Frechette). 2001;85:527-39 
An intraoral-extraoral combination prosthesis using an interme 
diate framework and magnets: a clinical report ( Brignoni and 
Dominici). 2001;85:7-11 
\ multifunctional, provisional, implant-retained fixed partial 
denture (Tung et al). 2001;85:34-9 


Ihe pontic-splinted procedure for tooth and denture base addi 


tions in denture repair (Mou and Chai). 2001;85:126-8 
Procera AllCeram laminates: a clinical report (Hager et al 
2001;85:231-2 
Prosthetic considerations in the restoration of orthodontically 
treated maxillary lateral incisors to replace missing central 
incisors: a clinical report (Chaushu et al). 2001;85:335-41 
Restorative and orthodontic treatment of maxillary peg incisors 
a clinical report (Schmitz et al). 2001;85:330-4 
Tooth preparations for complete crowns: an art form based on 
scientific principles (Goodacre et al). 2001;85:363-76 
rhe use of linear occlusion to treat a patient with combination 
syndrome: a clinical report (Jameson). 2001;85:15-9 
Evaporation 
Effect of evaporation and mixing technique on die spacer thick 
ness: a preliminary study ( Psillakis et al). 2001;85:82-7 
Evidence-based dentistry 
Editorial: evidence-based dentistry article series (McGivney 
2001;85:525-6 ( Editorial) 


F 
Face, abnormalities 
Maxillofacial prosthetic rehabilitation of a midfacial detect com 


plicated by microstomia: a clinical report (Cheng et al) 
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2001;85:432-7 
Facial prosthesis; see Maxillofacial prosthesis 
Fatigue 
Dynamic fatigue properties of the dental implant-abutment 
interface: joint Opening in wide-diameter versus standard 
diameter hex-type implants (Hover et al). 2001;85:599-607 
Examination of the implant-abutment interface after fatigue test 
ing (Cibirka et al). 2001;85:268-75 
Micromotion and dynamic fatigue properties on the dental 
implant-abutment interface (Gratton et al). 2001;85:47-52 
Finite element analysis 
Application of finite element analysis in implant dentistry: a 
85-98 


review of the literature (Geng et al). 2001;85:5 
Flasking 
Duplication of complete dentures using a sectional mold tech 
nique (Mohamed and Faraj). 2001;85:12-4 
Follow-up studies 
Freestanding and multiunit immediate loading of the expandable 
implant: an up-to-40-month prospective survival study (Jo et 
al). 2001;85:148-55 
Fungi 
Effects of triclosan on the cytotoxicity and fungal growth on a 


a 
52-6 


soft denture liner (Lefebvre et al). 2001;85:3 
G 
Gagging 
Behavioral approaches to reduce hypersensitive gag response 
Neumann and McCarty). 2001;85:305 
General practice 
Retrospective assessment of 546 all-ceramic anterior and pos 
terior crowns in a general practice (Segal). 2001;85:544-50 
Giant cell granuloma; see Granuloma, giant cell 
Giant cell tumors 
An endosseous, implant-retained obturator for the rehabilitation 
of a recurrent central giant cell granuloma: a clinical report 
Markt). 2001;85:116-20 
Gingiva 
rhe influence of intracrevicular crown margins on gingival health 
preliminary findings ( Kancyper and Koka). 2001;85:461-5 
Glass 
Evolution of dental ceramics in the twentieth century (McLean 
2001;:85:61-6 
New method for divesting cobalt-chromium alloy castings: sand 
blasting with a mixed abrasive powder (Taga et al 
2001;85:357-62 
Repair of denture base resin using woven metal and glass fiber 
eftect of methylene chloride pretreatment (Nagai et al 
2001;85:496-500 
Glass ionomer cements 
In vitro microleakage of luting cements and crown foundation 
material (Lindquist and Connolly). 2001;85:292-8 
Glossary of Prosthodontic Terms 
Ihe Academy of Prosthodontics and The Journal of Prostheti: 
Dentistry (Lang and Van Blarcom). 2001;85:319-23 
Granuloma, giant cell 
An endosseous, implant-retained obturator for the rehabilitation 
of a recurrent central giant cell granuloma: a clinical report 
Markt). 2001;85:116-20 
Guidelines 
Guidelines for reporting statistical results (McGivney 
2001;85:4-6 ( Editorial ) 


H 
Hardness 
Castability and resistance of ceramometal bonding in Ni-Cr and 
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Ni-Cr-Be allovs (Bezzon et al). 2001;85:299-304 
A comparison of the wear resistance and hardness of indirect 
composite resins (Mandikos et al). 2001;85:386-95 
Pilot study of the relationship between the hardness and abrasion 
resistance of two base metal alloys used for metal-ceramic 
restorations (Bezzon et al). 2001;85:190-4 
Healing; see Wound healing 
Hybridization 
Effect of impression materials on hybridized dentin (Nahon et 
al). 2001:85:568-74 
Hypersensitivity 
Behavioral approaches to reduce hypersensitive gag response 
Neumann and McCarty). 2001;85:305 


Implantation, endosseous 
An endosseous, implant-retained obturator for the rehabilitation 
of a recurrent central giant cell granuloma: a clinical report 
Markt). 2001;85:116-20 
Freestanding and multiunit immediate loading of the expandable 
implant: an up-to-40-month prospective survival study (Jo et 
2001;85:148-55 
Implant-induced expansion of atrophic ridges for the placement 
of implants (Cruz et al). 2001;85:377-81 
Implant superstructure hygienic modification (Moon and 
Marrero). 2001;85:206 
Implants 
Application of finite element analysis in implant dentistry: a 
review of the literature (Geng et al). 2001;85:585-98 
Cement-retained prostheses in implant dentistry: a clinical report 
Rocha de Carvalho et al). 2001;85:345-8 
Dynamic fatigue properties of the dental implant-abutment 
interface: joint opening in wide-diameter versus standard 
diameter hex-type implants ( Hover et al). 2001;85:599-607 
Evaluation of a predictive model for implant surface topography 
effects on carly osseointegration in the rat tibia model 
Abron ct al). 2001;85:40-6 
Examination of the implant-abutment interface after fatigue test 
ing (Cibirka et al). 2001;85:268-75 
Fabrication of a digitally scanned, custom-shaped abutment: a 
clinical report (Marchack and Yamashita). 2001;85:113-5 
Fabrication of imaging and surgical guides for dental implants 
Almog ct al). 2001;85:504-8 
Freestanding and multiunit immediate loading of the expandable 
implant: an up-to-40-month prospective survival study (Jo et 
al). 2001;85:148-55 
Histomorphometric comparison of implant anchorage for two 
types of dental implants after 3 and 6 months’ healing in 
baboon jaws (Carr et al). 2001:85:276-80 
Immediate loading of single root form implants with the use of 
a custom acrylic stent) (Proussaets and Lozada) 
2001:85:382-5 
Implant-induced expansion of atrophic ridges for the placement 
of implants (Cruz et al). 2001;85:377-81 
Implant superstructure hygienic modification (Moon and 
Marrero). 2001;85:206 
Laboratory processing of housing-retained attachments for 
implant-supported overdentures (Choy and Reimer). 
2001;85:516-8 
Micromotion and dynamic fatigue properties on the dental 
implant-abutment interface (Gratton et al). 2001;85:47-52 
A modified rotary instrument for tightening the lingual locking 
screw of an implant-support prosthesis (Pang). 2001;85:308-9 
A multifunctional, provisional, implant-retained fixed partial 
denture (Tung et al). 2001;85:34-9 
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New abutment for a screw-retained, implant-supported crown 
(Prisco et al). 2001;85:30-3 
Organized method for ultrasonically cleaning and sterilizing 
small prosthetic components used in implant therapy (Ku and 
Shen). 2001;85:207-8 
A patient-based assessment of implant-stabilized and conven 
tional complete dentures (Allen et al). 2001;85:141-7 
Periapical abscess formation and resolution adjacent to dental 
implants: a clinical report (Chaffee et al). 2001;85:109-12 
A randomized clinical trial comparing the efficacy of mandibular 
implant-supported overdentures and conventional dentures 
in diabetic patients. part IV: comparisons of dietary intake 
Hamada et al). 2001;85:53-60 
Simplified radiographic-surgical template for placement of mul 
tiple, parallel implants (Solow). 2001;85:26-9 
Stress distribution around maxillary implants in anatomic pho 
toelastic models of varying geometry. Part I (Gross et al) 
2001;85:442-9 
Stress distribution around maxillary implants in anatomic pho 
toelastic models of varying geometry. Part II (Gross and 
Nissan). 2001;85:450-4 
Use of a cross-mounting buccal index to help transfer the spatial 
relationships of an interim prosthesis to the definitive 
implant-supported prosthesis (Chaimattayompol et al) 
2001;85:509-15 
Che use of implants in the occlusal rehabilitation of a partially 
edentulous patient: a clinical report (Yunus et al 
2001;85:540-3 
Impression materials 
Alternative uses of a visible light-polymerized material ( Mitrani 
et al). 2001;85:501-3 
Changes in properties of nonaqueous elastomeric impression 
materials after storage of components (Hondrum) 
2001;85:73-81 
Eftect of impression materials on hybridized dentin (Nahon et 
al). 2001;85:568-74 
Impression technique 
Augmentation of obturator retention by extension into the nasal 
aperture: a clinical report (Pigno and Funk). 2001;85:349-51 
Behavioral approaches to reduce hypersensitive gag response 
Neumann and MeCarty). 2001;85:305 
Bimaxillary soft splints for unconscious hard-clenching patients: 
a clinical report (Maeda et al). 2001;85:342-4 
Duplication of complete dentures using a sectional mold tech 
nique (Mohamed and Faraj). 2001;85:12-4 
Fabricating a simple closure guide for the dual-arch impression 
technique ( Keesee et al). 2001;85:418 
Load distribution in extension saddle partial dentures ( Hindels). 
2001;85:324-9 
A simple method to detect undercuts during tooth preparation 
for fixed prosthodontics (Leles and Compagnoni). 
2001;85:521-2 
A simple technique for boxing impressions for fabrication of 
altered casts (Jahangiri et al). 2001;85:519-20 
Simplified procedure tor preparing removable dies (Thornton). 
2001;85:306-7 
leaching an abbreviated impression technique for complete den 
tures in an undergraduate dental curriculum (Duncan and 
Taylor). 2001;85:121-5 
Incisor 
The influence of maxillary central incisor position in complete 
dentures on /s/ sound protection (Runte et al). 
2001;85:485-95 
Prosthetic considerations in the restoration of orthodontically 
treated maxillary lateral incisors to replace missing central 
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incisors: a clinical report (Chaushu et al). 2001;85:335-41 
Restorative and orthodontic treatment of maxillary peg incisors: 
a clinical report (Schmitz et al). 2001;85:330-4 
Inlays 
The double-inlay technique: a new concept and improvement in 
design (Dailey et al). 2001;85:624-7 
Instruments 
Effects of rotary instrumentation and different etchants on 
removal of smear layer on human dentin (Ayad). 
2001;85:67-72 
Masticatory muscle activity assessment and reliability of a 
portable clectromyographic instrument (Bowley and Marx). 
2001;85:252-60 
A modified rotary instrument for tightening the lingual locking 
screw of an implant-support prosthesis (Pang). 2001;85:308-9 
Organized method for ultrasonically cleaning and sterilizing 
small prosthetic components used in implant therapy (Ku and 
Shen). 2001;85:207-8 
Use of intraoral photography mirrors as aids for evaluating par 
allelism of multiple abutment preparations (Dumbrigue and 
Gurun). 2001;85:95 


Jaw, edentulous 
Cement-retained prostheses in implant dentistry: a clinical report 
Rocha de Carvalho et al). 2001;85:345-8 
Histomorphometric comparison of implant anchorage for two 
types of dental implants after 3 and 6 months’ healing in 
baboon jaws (Carr et al). 2001;85:276-80 
Immediate loading of single root form implants with the use of 
a custom acrylic stent (Proussaefs and Lozada). 
2001;85:382-5 
New abutment for a screw-retained, implant-supported crown 
Prisco et al). 2001;85:30-3 
lechnique for quick conversion of an obturator into a hollow 
bulb (Asher et al). 2001;85:419-20 
Ten-vear survival rates of teeth adjacent to treated and untreated 
posterior bounded edentulous spaces (Aquilino et al). 
2001;85:455-60 
Phe use of implants in the occlusal rehabilitation of a partially 
edentulous patient: a clinical report (Yunus et al). 
2001;85:540-3 
rhe use of linear occlusion to treat a patient with combination 
syndrome: a clinical report (Jameson). 2001;85:15-9 
Jaw neoplasms 
An endosseous, implant-retained obturator for the rehabilitation 
of a recurrent central giant cell granuloma: a clinical report 
(Markt). 2001;85:116-20 
Jaw relation record 
The speaking method in measuring vertical dimension 
Silverman ). 2001 ;85:427-31 
Using the neutral zone to obtain maxillomandibular relationship 
records for complete denture patients (Alfano and Leupold). 
2001;85:621-3 
The Journal of Dentistry 
Reviewers’ guide to evaluating manuscripts (McGivney). 
2001;85:315-8 (Editorial ) 
The Journal of Prosthetic Dentistry 
The Academy of Prosthodontics and The Journal of Prosthetic 
Dentistry (Lang and Van Blarcom). 2001;85:319-23 
Editorial: evidence-based dentistry article series (McGivney). 
2001;85:525-6 ( Editorial ) 
Editorial (Boucher). 2001;85:219 (Editorial ) 
Fiftieth anniversary of The Journal of Prosthetic Dentistry 
(McGivney). 2001;85:3 
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Guidelines for reporting statistical results (McGivney). 
2001:85:4-6 (Editorial) 

The Pacific Coast Society of Prosthodontists and The Journal of 
Prosthetic Dentistry (Binon and Lang). 2001;85:423-6 

The role of the American Prosthodontic Society in founding The 
Journal of Prosthetic Dentistry (Lang). 2001;85:1-2 

A tribute to leadership, dedication, and performance in publish- 
ing (Lang). 2001;85:105-8 

Why should you publish in The Journal of Prosthetic Dentistry? 
(Lefebvre ). 2001;85:313-4 (Editorial) 

Judson C. Hickey Scientific Writing Award 

Effect of impression materials on hybridized dentin (Nahon et 
al). 2001;85:568-74 

Maxillofacial prosthetic rehabilitation of a midfacial defect com- 
plicated by microstomia: a clinical report (Cheng et al). 
2001;85:432-7 


L 
Laboratories 
Laboratory processing of housing-retained attachments for 
implant-supported overdentures (Choy and Reimer). 
2001;85:516-8 
Laminate veneers; see Veneers 
Leadership 
A tribute to leadership, dedication, and performance in publish- 
ing (Lang). 2001;85:105-8 
Leakage 
Effects of flowable composite lining and operator experience on 
microleakage and internal voids in class II composite restora 
tions (Chuang et al). 2001;85:177-83 
In vitro microleakage of luting cements and crown foundation 
material (Lindquist and Connolly). 2001;85:292-8 
Macromolecular leakage beneath full cast crowns: a two-year in 
vitro investigation (Coleman et al). 2001;85:20-5 
Microleakage of endodontically treated teeth restored with fiber 
posts and composite cores and cyclic loading: a confocal 
microscopic study (Mannocci et al). 2001;85:284-91 
Use of inductively coupled plasma-emission spectroscopy and 
mercury vapor analyses to evaluate elemental release from a 
high-copper dental amalgam: a pilot study (Cohen and 
Penugonda). 2001;85:409-12 
Lipopolysaccharides 
In vitro TNF-a release from THP-1 monocytes in response to 
dental casting alloys exposed to lipopolysaccharide (Nelson et 
al). 2001;85:466-71 
Macromolecular leakage beneath full cast crowns: a two-year in 
vitro investigation (Coleman et al). 2001;85:20-5 
Literature review 
Application of finite element analysis in implant dentistry: a 
review of the literature (Geng et al). 2001;85:585-98 
Load distribution 
Immediate loading of single root form implants with the use of 
a custom acrylic stent (Proussaefs and Lozada). 
2001;85:382-5 
Load distribution in extension saddle partial dentures ( Hindels). 
2001;85:324-9 
Microleakage of endodontically treated teeth restored with fiber 
posts and composite cores and cyclic loading: a confocal 
microscopic study (Mannocci et al). 2001;85:284-91 
Loading 
Freestanding and multiunit immediate loading of the expandable 
implant: an up-to-40-month prospective survival study (Jo et 
al). 2001;85:148-55 
Luting agents 
Effects of two silane coupling agents, a bonding agent, and ther- 
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mal cycling on the bond strength of a CAD/CAM compos 
ite material cemented with two resin luting agents (Yoshida 
et al). 2001;85:184-9 
In vitro microleakage of luting cements and crown foundation 
material ( Lindquist and Connolly). 2001;85:292-8 
M 
Magnetics 
An intraoral-extraoral combination prosthesis using an interme 
diate framework and magnets: a clinical report ( Brignoni and 
2001;85:7-11 
Practical application of polyurethane and Velcro in maxillofacial 
2001;85:281-3 


Dominici 


prosthetics (Grant et al 
Malocclusion, Angle Class I 
Effects of flowable composite lining and operator experience on 
microleakage and internal voids in class II composite restora 
tions (Chuang et al). 2001;85:177-83 
Mandible 
Effect of groove placement on the retention /resistance of resin 
bonded retainers for maxillary and mandibular second molars 
2001;85:472-8 


Histomorphometric comparison of implant anchorage for two 


Emara et al 


types of dental implants after 3 and 6 months’ healing in 
2001;85:276-80 


baboon jaws (Carr et al 2 
Maxillotacial prosthetic rehabilitation of a midfacial defect com 
plicated by microstomia: a clinical report 


2001 :85:432-7 


Cheng et al 


\ randomized clinical trial comparing the efficacy of mandibular 
implant-supported overdentures and conventional dentures 
in diabetic patients. part IV: comparisons of dietary intake 

Hamada et al). 2001;85:53-60 

rhe use of linear occlusion to treat a patient with combination 

2001;85:15-9 


Using the neutral zone to obtain maxillomandibular relationship 


syndrome: a clinical report (Jameson 


records for complete denture patients 
2001:85:621-3 
Manuscripts 


Alfano and Leupold 


Reviewers’ guide to evaluating manuscripts (McGivney 
2001;85:315-8 ( Editorial 

Why should you publish in The Journal of Prosthetic Dentistry? 

2001 ;85:313-4 ( Editorial 


Marginal adaptation 


Letebvre 


Effects of flowable composite lining and operator experience on 
microleakage and internal voids in class I] composite restora 
tions (Chuang et al). 2001;85:177-83 

Marginal fit 
Che influence of intracrevicular crown margins on gingival health: 

2001;85:461-5 
Nondestructive, in vitro quantification of crown margins 

Mitchell et al). 2001;85:575-84 
Masticatory muscles 


preliminary findings (Kancyper and Koka 


Masticatory muscle activity assessment and reliability of a 
portable clectromyographic instrument (Bowley and Marx 
2001;85:252-60 
Maxillofacial prosthetic rehabilitation of a midiacial defect com 
plicated by microstomia: a clinical report 
2001;85:432-7 
Maxilla 
Bimaxillary soft splints for unconscious hard-clenching, patients: 
2001 ;85:342-4 
Effect of groove placement on the retention/resistance of resin 


Cheng et al) 


a clinical report (Maeda et al 


bonded retainers for maxillary and mandibular second molars 
Emara et al). 2001;85:472-8 


Histomorphometric comparison of implant anchorage for two 


types of dental implants after 3 and 6 months’ healing in 
baboon jaws (Carr et al). 2001:85:276-80 


SUBJECT INDEX 


[he influence of maxillary central incisor position in complete den 
sound protection (Runte et al). 2001;85:485-95 
Prosthetic considerations in the restoration of orthodontically 


tures on /S 


treated maxillary lateral incisors to replace missing central 
incisors: a clinical report (Chaushu et al). 2001;85:335-41 

Restorative and orthodontic treatment of maxillary peg incisors 
a clinical report (Schmitz et al). 2001;85:330-4 

Stress distribution around maxillary implants in anatomic pho 
toelastic models of varying geometry. Part I (Gross et al) 
2001:85:442-9 

Stress distribution around maxillary implants in anatomic pho 
toelastic models of varying geometry. Part I] (Gross and 

2001;85:450-4 

Technique for quick conversion of an obturator into a hollow 
bulb (Asher et al). 2001;85:419-20 


Using the neutral zone to obtain maxillomandibular relationship 


Nissan 


records tor complete denture patients (Alfano and Leupold 
2001;85:621-3 
Maxillofacial prosthesis 
Accelerated color change in a maxillofacial elastomer with and 
without pigmentation (Gary et al). 2001;85:614-20 
Augmentation of obturator retention by extension into the nasal 
2001 ;85:349-51 
Effect of adhesive retention of maxillofacial prostheses. Part 2 
2001;85:438-41 
Extraoral maxillofacial prosthetic rehabilitation at the M. D 
Anderson Cancer Center: a survey of patient attitudes and 
opinions (Markt and Lemon). 2001;85:608-13 


In vitro testing of the bond between soft materials used for max 


aperture: a clinical report (Pigno and Funk 


time and reapplication ( Kiat-amnuay et al 


illofacial prostheses and cast 
2001:85:401-8 


An intraoral-extraoral combination prosthesis using an interme 


titanium (Wolf et al) 


diate framework and magnets: a clinical report ( Brignoni and 
2001:85:7-11 
Maxillofacial prosthetic rehabilitation of 2 midfacial defect com 


Dominici 


plicated by microstomia: a clinical report 
2001;85:432-7 
Practical application of polyurethane and Velcro in maxillofacial 
2001;85:281-3 


Cheng et al 


prosthetics (Grant et al 
Mercury 
Use of inductively coupled plasma-emission spectroscopy and 
mercury vapor analyses to evaluate elemental release from a 
high-copper dental amalgam: a pilot study (Cohen and 
2001;85:409-12 
Metal ceramic alloys 


Penugonda 


Castability and resistance of ceramometal bonding in Ni-Cr and 

2001:85:299-304 

Phe CICERO system for CAD/CAM fabrication of full-ceram 
ic crowns (van der Zel et al). 2001;85:261-7 


Ni-Cr-Be alloys (Bezzon et al 


Effect of soldering on metal-porcelain bond strength in repaired 
porcelain-fused-to-metal 
2001;85:88-94 


Evaluation of high-temperature distortion of high-palladium 


castings (Galindo et al) 


metal-ceramic crowns (Papazoglou et al). 2001;85:133-40 
Evolution of dental ceramics in the twentieth century (McLean). 
2001;85:61-6 
Pilot study of the relationship between the hardness and abrasion 
resistance of two base metal alloys used for metal-ceramic 
restorations (Bezzon et al). 2001;85:190-4 
Methylene chloride 
Repair of denture base resin using woven metal and glass fiber: 
effect of methylene chloride pretreatment (Nagai et al). 
2001;85:496-500 
Microban 
Effects of triclosan on the cytotoxicity ane fungal growth on a 
soft denture liner (Lefebvre et al). 2001;85:352-6 
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Microleakage 
Effects of flowable composite lining and operator experience on 
microleakage and internal voids in class II composite restora 
tions (Chuang et al). 2001;85:177-83 
In vitro microleakage of luting cements and crown foundation 
material (Lindquist and Connolly). 2001;85:292-8 
Macromolecular leakage beneath full cast crowns: a two-year in 
vitro investigation (Coleman et al). 2001;85:20-5 
Microleakage of endodontically treated teeth restored with fiber 
posts and composite cores and cyclic loading: a confocal 
microscopic study (Mannocci et al). 2001;85:284-91 
Microscopy 
Microleakage of endodontically treated teeth restored with fiber 
posts and composite cores and cyclic loading: a confocal 
microscopic study (Mannocci et al). 2001;85:284-91 
Microstomia 
Maxillofacial prosthetic rehabilitation of a midfacial defect com 
plicated by microstomia: a clinical report (Cheng et al) 
2001;85:432-7 
Minerals 
A randomized clinical trial comparing the efficacy of mandibular 
implant-supported overdentures and conventional dentures 
in diabetic patients. part IV: comparisons of dietary intake 
Hamada et al). 2001;85:53-60 
Mirror 
Use of intraoral photography mirrors as aids for evaluating par 
allelism of multiple abutment preparations (Dumbrigue and 
Gurun). 2001;85:95 
Models, anatomical 
Stress distribution around maxillary implants in anatomic pho 
toclastic models of varying geometry. Part I (Gross et al). 
2001;85:442-9 
Stress distribution around maxillary implants in anatomic pho 
toelastic models of varying geometry. Part II (Gross and 
Nissan ). 2001;85:450-4 
Molar 
Effect of groove placement on the retention/resistance of resin 
bonded retainers for maxillary and mandibular second molars 
Emara et al). 2001;85:472-8 
Monocytes 
In vitro TNF-a release from THP-1 monocytes in response to 
dental casting alloys expe sed to lipopoly saccharide (Nelson et 
al). 2001;85:466-71 
Motion 
Micromotion and dynamic fatigue properties on the dental 
implant-abutment interface (Gratton et al). 2001;85:47-52 
Mouth, edentulous 
Cement-retained prostheses in implant dentistry: a clinical report 
Rocha de Carvalho et al). 2001;85:345-8 
Immediate loading of single root form implants with the use of a 
custom acrylic stent (Proussaets and Lozada). 2001;85:382-5 
fechnique for quick conversion of an obturator into a hollow 
bulb (Asher et al). 2001;85:419-20 
Mouth guards 
Methods for recycling discarded mouth guard sheets (Maeda et 
al). 2001;85:203-4 
Mouth protectors 
Bimaxillary soft splints for unconscious hard-clenching patients: 
a clinical report (Maeda et al). 2001;85:342-4 


N 
Nasal aperture 
Augmentation of obturator retention by extension into the nasal 
aperture: a clinical report (Pigno and Funk). 2001;85:349-51 
Neoplasm recurrence 
An endosseous, implant-retained obturator for the rehabilitation 
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of a recurrent central giant cell granuloma: a clinical report 
(Markt). 2001;85:116-20 
Nickel 
Castability and resistance of ceramometal bonding in Ni-Cr and 
Ni-Cr-Be alloys (Bezzon et al). 2001;85:299-304 
Pilot study of the relationship between the hardness and abrasion 
resistance of two base metal alloys used for metal-ceramic 
restorations (Bezzon et al). 2001;85:190-4 
Nutrition 
A randomized clinical trial comparing the efficacy of mandibular 
implant-supported overdentures and conventional dentures 
in diabetic patients. part IV: comparisons of dietary intake 
(Hamada et al). 2001;85:53-60 


Oo 
Obturators 
Augmentation of obturator retention by extension into the nasal 
aperture: a clinical report (Pigno and Funk). 2001;85:349-51 
An endosseous, implant-retained obturator for the rehabilitation 
of a recurrent central giant cell granuloma: a clinical report 
(Markt). 2001;85:116-20 
Technique for quick conversion of an obturator into a hollow 
bulb (Asher et al). 2001;85:419-20 
Occlusal splints 
Bimaxillary soft splints for unconscious hard-clenching patients: 
a clinical report (Maeda et al). 2001;85:342-4 
Occlusion 
Determining the accuracy of articulator interchangeability and 
hinge-axis reproducibility (Hatzi et al). 2001;85:236-45 
The developments in the occlusal patterns of artificial teeth 
Hardy). 2001;85:220-30 
Procedure for occlusal refinement of mounted definitive casts to 
reduce clinical time required for adjustment of occlusion 
(Loos et al). 2001;85:246-51 
The speaking method in measuring vertical dimension 
(Silverman). 2001;85:427-31 
Stress distribution around maxillary implants in anatomic pho 
toelastic models of varying geometry. Part I (Gross et al). 
2001;85:442-9 
Three-dimensional quantification of color-marked occlusal paths 
on anatomically oriented casts ( Dirksen et al), 2001;85:156-61 
Use of a patient’s old complete denture to determine vertical 
dimension of occlusion (Bissasu ). 2001;85:413-4 
rhe use of implants in the occlusal rehabilitation of a partially 
edentulous patient: a clinical report (Yunus et al). 
2001:85:540-3 
The use of linear occlusion to treat a patient with combination 
syndrome: a clinical report (Jameson). 2001;85:15-9 
Oral hygiene 
The influence of intracrevicular crown margins on gingival 
health: preliminary findings (Kancyper Koka). 
2001;85:461-5 
Orthodontics 
Prosthetic considerations in the restoration of orthodentical 
ly treated maxillary lateral incisors to replace missing 
central incisors: a clinical report (Chaushu et al). 
2001;85:335-41 
Restorative and orthodontic treatment of maxillary peg incisors: 


&.22 


a clinical report (Schmitz et al). 2001;85:330-4 


Osseointegration 
Evaluation of a predictive model for implant surface topography 
effects on early osseointegration in the rat tibia model 
(Abron et al). 2001;85:40-6 
Freestanding and multiunit immediate loading of the expandable 
implant: an up-to-40-month prospective survival study (Jo et 
al). 2001:85:148-55 
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Outcome assessment 
A patient-based assessment of implant-stabilized and conven 
tional complete dentures (Allen et al). 2001;85:141-7 
Overdenture; see Denture, overlay 


P 
Pacific Coast Society of Prosthodontists 
Editorial (Bouche ). 2001;85:219 ( Editorial ) 


The Pacific Coast Society of Prosthodontists and The Journal of 


Prosthetic Dentistry (Binon and Lang). 2001;85:423-6 
Palatal obturators 
Augmentation of obturator retention by extension into the nasal 
aperture: a clinical report (Pigno and Funk). 2001;85:349-51 
Determining the accuracy of articulator interchangeability and 
hinge-axis reproducibility (Hatzi et al). 2001;85:236-45 
Technique for quick conversion of an obturator into a hollow 
bulb (Asher et al). 2001;85:419-20 
Palladium 
Evaluation of high-temperature distortion of high-palladium 
metal-ceramic crowns (Papazoglou et al). 2001;85:133-40 
Papio 
Histomorphometric comparison of implant anchorage for two 
types of dental implants after 3 and 6 months’ healing in 
baboon jaws (Carr et al). 2001;85:276-80 
Patient-based assessment; see Outcome assessment 
Patient satisfaction 
Extraoral maxillofacial prosthetic rehabilitation at the M. D. 
Anderson Cancer Center: a survey of patient attitudes and 
opinions (Markt and Lemon). 2001;85:608-13 
Periapical abscess 
Periapical abscess formation and resolution adjacent to dental 
implants: a clinical report (Chaffee et al). 2001;85:109-12 
Phonetics 
The influence of maxillary central incisor position in complete 
dentures on /s/ sound protection (Runte et al). 
2001;85:485-95 
Photography 
The author’s guide to controlling the photograph (Laws) 
2001;85:213-8 
Use of intraoral photography mirrors as aids for evaluating par 
allelism of multiple abutment preparations (Dumbrigue and 
Gurun). 2001;85:95 
Pigmentation 
Accelerated color change in a maxillofacial elastomer with and 
without pigmentation (Gary et al). 2001;85:614-20 
Pit and fissure sealants 
Microleakage of endodontically treated teeth restored with fiber 
posts and composite cores and cyclic loading: a confocal 
microscopic study (Mannocci et al). 2001;85:284-91 
Polymers 
A simple, predictable method for repositioning a complete den 
ture for soft-lining procedures (Aloul and Hansen). 
2001;85:629-30 
Alternative uses of a visible light-polymerized material (Mitrani 
et al). 2001;85:501-3 
Comparative in vitro evaluation of two provisional restorative 
materials (Young et al). 2001;85:129-32 
Curing potential of dual-polymerizable resin cements in simulat 
ed clinical situations (Caughman et al). 2001;85:479-84 
Setting characteristics of five autopolymerizing resins mea 
sured by an oscillating rheometer (Ogawa et al). 
2001;85:170-6 
Polymethylmethacrylates 
Comparative in vitro evaluation of two provisional restorative 
materials (Young et al). 2001;85:129-32 
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Polyurethanes 
Practical application of polyurethane and Velcro in maxillofacial 
prosthetics (Grant et al). 2001;85:281-3 
Pontics 
A multifunctional, provisional, implant-retained fixed partial 
denture (Tung et al). 2001;85:34-9 
The pontic-splinted procedure for tooth and denture base addi 
tions in denture repair (Mou and Chai). 2001;85:126-8 
Porcelain 
The double-inlay technique: a new concept and improvement in 
design (Dailey et al). 2001;85:624-7 
Effect of soldering on metal-porcelain bond strength in repaired 
porcelain-fused-to-metal (Galindo et al) 
2001;85:88-94 
Evaluation of high-temperature distortion of high-palladium 


castings 


metal-ceramic crowns (Papazoglou et al). 2001;85:133-40 
Evolution of dental ceramics in the twentieth century (McLean) 
2001;85:61-6 
Procera AllCeram laminates: a clinical report (Hager et al). 
2001;85:231-2 
Post and core technique 
The effects of dowel design and load direction on dowel-and 
core restorations (Yang et al). 2001;85:558-67 
A helpful technique for removing dowel core pattern locked 
within a tooth (Mirtazaelian). 2001;85:628 
How to achieve a path of insertion for a provisional fixed partial 
denture retained by stainless steel posts (Lynch and 
McConnell). 2001;85:205 
Microleakage of endodontically treated teeth restored with fiber 
posts and composite cores and cyclic loading: a confocal 
microscopic study (Mannocci et al). 2001;85:284-91 
Powders 
New method for divesting cobalt-chromium alloy castings: sand- 
blasting with a mixed abrasive powder (Taga et al). 
2001;85:357-62 
Practice management 
Retrospective assessment of 546 all-ceramic anterior and posteri 
or crowns in a general practice (Segal). 2001;85:544-50 
Prosthesis 
An intraoral-extraoral combination prosthesis using an interme 
diate framework and magnets: a clinical report ( Brignoni and 
Dominici). 2001;85:7-11 
Prosthesis retention 
Effect of adhesive retention of maxillofacial prostheses. Part 2: 
time and reapplication (Kiat-amnuay et al). 2001;85:438- 
41 
Eftect of groove placement on the retention/resistance of resin 
bonded retainers for maxillary and mandibular second molars 
(Emara et al). 2001;85:472-8 
A modified rotary instrument for tightening the lingual locking 
screw of an implant-support prosthesis (Pang). 2001;85:308-9 
Practical application of polyurethane and Velcro in maxillofacial 
prosthetics (Grant et al). 2001;85:281-3 
Prosthodontics 
Prosthetic considerations in the restoration of orthodontically 
treated maxillary lateral incisors to replace missing central 
incisors: a clinical report (Chaushu et al). 2001;85:335-41 
Provisional restoration; see Restoration, temporary 
Publishing 
Editorial: evidence-based dentistry article series (McGivney). 
2001;85:525-6 ( Editorial) 
Fiftieth anniversary of The Journal of Prosthetic Dentistry 
(McGivney). 2001;85:3 
Reviewers’ guide to evaluating manuscripts (McGivney). 
2001;85:315-8 (Editorial ) 
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The role of the American Prosthodontic Society in founding The 
Journal of Prosthetic Dentistry (Lang). 2001;85:1-2 

A tribute to leadership, dedication, and performance in publish- 
ing (Lang). 2001;85:105-8 

Why should you publish in The Journal of Prosthetic Dentistry? 
(Lefebvre). 2001;85:313-4 (Editorial) 


R 
Radiographic image enhancement 
Fabrication of a digitally scanned, custom-shaped abutment: a 
clinical report (Marchack and Yamashita). 2001;85:113-5 
Three-dimensional quantification of color-marked occlusal paths 
on anatomically oriented casts (Dirksen et al). 2001;85:156- 
61 
Radiography 
Simplified radiographic-surgical template for placement of mul- 
tiple, parallel implants (Solow). 2001;85:26-9 
Radiography, panoramic 
Fabrication of imaging and surgical guides for dental implants 
(Almog et al). 2001;85:504-8 
Randomized controlled trials 
A randomized clinical trial comparing the efficacy of mandibular 
implant-supported overdentures and conventional dentures 
in diabetic patients. part IV: comparisons of dietary intake 
(Hamada et al). 2001;85:53-60 
Rats 
Evaluation of a predictive model for implant surface topography 
effects on early osseointegration in the rat tibia model 
(Abron et al). 2001;85:40-6 
Recurrence 
An endosseous, implant-retained obturator for the rehabilitation 
of a recurrent central giant cell granuloma: a clinical report 
(Markt). 2001:85:116-20 
Recycling; see Equipment reuse 
Rehabilitation 
Extraoral maxillofacial prosthetic rehabilitation at the M. D. 
Anderson Cancer Center: a survey of patient attitudes and 
opinions (Markt and Lemon). 2001;85:608-13 
Maxillofacial prosthetic rehabilitation of a midfacial defect com- 
plicated by microstomia: a clinical report (Cheng et al). 
2001;85:432-7 
The use of implants in the occlusal rehabilitation of a partially 
edentulous patient: a clinical report (Yunus et al). 
2001;85:540-3 
Reliability; see Reproducibility of results 
Reproducibility of results 
Determining the accuracy of articulator interchangeability and 
hinge-axis reproducibility (Hatzi et al). 2001;85:236-45 
Masticatory muscle activity assessment and reliability of a 
portable electromyographic instrument (Bowley and Marx). 
2001;85:252-60 
Resins 
Alternative uses of a visible light-polymerized material (Mitrani 
et al). 2001;85:501-3 
Comparative in vitro evaluation of two provisional restorative 
materials (Young et al). 2001;85:129-32 
A comparison of the wear resistance and hardness of indirect 
composite resins (Mandikos et al). 2001;85:386-95 
Curing potential of dual-polymerizable resin cements in simulat- 
ed clinical situations (Caughman et al). 2001;85:479-84 
Effect of groove placement on the retention/resistance of resin- 
bonded retainers for maxillary and mandibular second molars 
(Emara et al). 2001:85:472-8 
Effects of flowable composite lining and operator experience on 
microleakage and internal voids in class II composite restora- 
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tions (Chuang et al). 2001;85:177-83 
Effects of rotary instrumentation and different etchants on 
removal of smear layer on human dentin (Ayad). 
2001;85:67-72 
Effects of two silane coupling agents, a bonding agent, and ther- 
mal cycling on the bond strength of aCAD/CAM composite 
material cemented with two resin luting agents (Yoshida et 
al). 2001;85:184-9 
Fabricating a simple closure guide for the dual-arch impression 
technique (Keesee et al). 2001;85:418 
A helpful technique for removing dowel core pattern locked 
within a tooth ( Mirfazaelian). 2001;85:628 
In vitro microleakage of luting cements and crown foundation 
material (Lindquist and Connolly). 2001;85:292-8 
Microleakage of endodontically treated teeth restored with fiber 
posts and composite cores and cyclic loading: a confocal 
microscopic study (Mannocci et al). 2001;85:284-91 
Practical application of polyurethane and Velcro in maxillofacial 
prosthetics (Grant et al). 2001;85:281-3 
Repair of denture base resin using woven metal and glass fiber: 
effect of methylene chloride pretreatment (Nagai et al). 
2001;:85:496-500 
Setting characteristics of five autopolymerizing resins measured 
by an oscillating rheometer (Ogawa et al). 2001;85:170-6 
Restoration, permanent 
The effects of dowel design and load direction on dowel-and 
core restorations (Yang et al). 2001;85:558-67 
Effects of flowable composite lining and operator experience on 
microleakage and internal voids in class I] composite restora- 
tions (Chuang et al). 2001;85:177-83 
Evolution of dental ceramics in the twentieth century (McLean). 
2001;85:61-6 
Fabrication of a digitally scanned, custom-shaped abutment: a 
clinical report (Marchack and Yamashita). 2001;85:113-5 
Macromolecular leakage beneath full cast crowns: a two-year in 
vitro investigation (Coleman et al). 2001;85:20-5 
Pilot study of the relationship between the hardness and abrasion 
resistance of two base metal alloys used for metal-ceramic 
restorations (Bezzon et al). 2001;85:190-4 
Prosthetic considerations in the restoration of orthodontically 
treated maxillary lateral incisors to replace missing central 
incisors: a clinical report (Chaushu et al). 2001;85:335-41 
Restorative and orthodontic treatment of maxillary peg incisors: 
a clinical report (Schmitz et al). 2001;85:330-4 
Shear peel bond strength of compomers veneered to amalgam 
(Al-Jazairy). 2001;85:396-400 
Tooth preparations for complete crowns: an art form based on 
scientific principles (Goodacre et al). 2001;85:363-76 
Restoration, temporary 
Comparative in vitro evaluation of two provisional restorative 
materials (Young et al). 2001;85:129-32 
Immediate loading of single root form implants with the use of 
a custom acrylic stent (Proussaefs and Lozada). 
2001;85:382-5 
@|CI:Microleakage of endodontically treated teeth restored with 
fiber posts and composite cores and cyclic loading: a confo- 
cal microscopic study (Mannocci et al). 2001;85:284-91 
A multifunctional, provisional, implant-retained fixed partial 
denture (Tung et al). 2001;85:34-9 
Use of a cross-mounting buccal index to help transfer the spatial 
relationships of an interim prosthesis to the definitive 
implant-supported prosthesis (Chaimattayempol et al). 
2001;85:509-15 
Retainer 
Effect of groove placement on the retention/resistance of resin- 
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bonded retainers for maxillary and mandibular second molars 
(Emara et al). 2001;85:472-8 
Retention 
Augmentation of obturator retention by extension into the nasal 
aperture: a clinical report (Pigno and Funk). 2001;85:349- 
51 
Cement-retained prostheses in implant dentistry: a clinical report 
Rocha de Carvalho et al). 2001;85:345-8 
Effect of adhesive retention of maxillofacial prostheses. Part 2: 
time and reapplication ( Kiat-amnuay et al). 2001;85:438-41 
Effect of groove placement on the retention/resistance of resin 
bonded retainers for maxillary and mandibular second molars 
Emara et al). 2001;85:472-8 
How to achieve a path of insertion for a provisional fixed partial 
denture retained by stainless steel posts (Lynch and 
McConnell). 2001;85:205 
An intraoral-extraoral combination prosthesis using an interme- 
diate framework and magnets: a clinical report ( Brignoni and 
Dominici). 2001;85:7-11 
Laboratory processing of housing-retained attachments for 
implant-supported overdentures (Choy and Reimer). 
2001;85:516-8 
Load distribution in extension saddle partial dentures (Hindels). 
2001;85:324-9 
A modified rotary instrument for tightening the lingual locking 
screw of an implant-support prosthesis (Pang). 2001;85:308-9 
Practical application of polyurethane and Velcro in maxillofacial 
prosthetics (Grant et al). 2001;85:281-3 
Review literature 
Application of finite element analysis in implant dentistry: a 
review of the literature (Geng et al). 2001;85:585-98 
Rheometer 
Setting characteristics of five autopolymerizing resins measured 
by an oscillating rheometer (Ogawa et al). 2001;85:170-6 
Rubber 
Accelerated color change in a maxillofacial elastomer with and 
without pigmentation (Gary et al). 2001;85:614-20 
Changes in properties of nonaqueous elastomeric impression 
materials after storage of components (Hondrum 
2001;85:73-81 
Effect of adhesive retention of maxillofacial prostheses. Part 2: 
time and reapplication ( Kiat-amnuay et al). 2001;85:438-41 


Saliva 
A review of saliva: normal composition, flow, and function 
Humphrey and Williamson ). 2001;85:162-9 
Sandblasting 
New method for divesting cobalt-chromium alloy castings: sand- 
blasting with a mixed abrasive powder (Taga et al). 
2001;85:357-62 
Satisfaction 
Extraoral maxillofacial prosthetic rehabilitation at the M. D 
Anderson Cancer Center: a survey of patient attitudes and 
opinions (Markt and Lemon). 2001;85:608-13 
Scientific writing award 
Effect of impression materials on hybridized dentin (Nahon et 
al). 2001;85:568-74 
Maxillofacial prosthetic rehabilitation of a midfacial defect com 
plicated by microstomia: a clinical report (Cheng et al). 
2001;85:432-7 
Silanes 
Effects of two silane coupling agents, a bonding agent, and ther- 
mal cycling on the bond strength of a CAD/CAM composite 
material cemented with two resin luting agents (Yoshida et 
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al). 2001;85:184-9 
Silicone elastomers 
Accelerated color change in a maxillofacial elastomer with and 
without pigmentation (Gary et al). 2001;85:614-20 
Effect of adhesive retention of maxillofacial prostheses. Part 2: 
time and reapplication ( Kiat-amnuay et al). 2001;85:438-41 
Silicones 
Practical application of polyurethane and Velcro in maxillofacial 
prosthetics (Grant et al). 2001;85:281-3 
Silver 
In vitro microleakage of luting cements and crown foundation 
material (Lindquist and Connolly). 2001;85:292-8 
Use of inductively coupled plasma-emission spectroscopy and 
mercury vapor analyses to evaluate elemental release from a 
high-copper dental amalgam: a pilot study (Cohen and 
Penugonda). 2001;85:409-12 
Sleep disorders 
Masticatory muscle activity assessment and reliability of a 
portable electromyographic instrument (Bowley and Marx). 
2001;85:252-60 
A vibratory stimulation-based inhibition system for nocturnal 
bruxism: a clinical report (Watanabe et al). 2001;85:233-5 
Smear layer 
Effects of rotary instrumentation and different etchants on 
removal of smear layer on human dentin (Ayad). 
2001;85:67-72 
Soldering 
Effect of soldering on metal-porcelain bond strength in repaired 
porcelain-fused-to-metal (Galindo et al). 
2001;85:88-94 
Speaking method 
The speaking method in measuring vertical dimension 
(Silverman ). 2001;85:427-31 
Spectrum analysis 
Use of inductively coupled plasma-emission spectroscopy and 


castings 


mercury vapor analyses to evaluate elemental release from a 
high-copper dental amalgam: a pilot study (Cohen and 
Penugonda). 2001;85:409-12 
Splints 
Bimaxillary soft splints for unconscious hard-clenching patients: 
a clinical report (Maeda et al). 2001;85:342-4 
The pontic-splinted procedure for tooth and denture base addi- 
tions in denture repair (Mou and Chai). 2001;85:126-8 
Stainless steel 
How to achieve a path of insertion for a provisional fixed partial 
denture retained by stainless steel posts (Lynch and 
McConnell). 2001;85:205 
Statistics 
Guidelines for reporting statistical results (MeGivney). 
2001;85:4-6 ( Editorial ) 
Stents 
Immediate loading of single root form implants with the use of 
a custom acrylic stent (Proussaefs and Lozada). 
2001:85:382-5 
Sterilization 
Organized method for ultrasonically cleaning and sterilizing 
small prosthetic components used in implant therapy (Ku and 
Shen). 2001;85:207-8 
Storage 
Changes in properties of nonaqueous clastomeric impression 
materials after storage of components (Hondrum). 
2001:85:73-81 
Stress, mechanical 
Stress distribution around maxillary implants in anatomic pho- 
toclastic models of varying geometry. Part I (Gross et al). 
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2001:85:442-9 
Stress distribution around maxillary implants in anatomic pho- 
toelastic models of varying geometry. Part II (Gross and 
Nissan ). 2001;85:450-4 
Surgical guide 
Fabrication of imaging and surgical guides for dental implants 
(Almog et al). 2001;85:504-8 
Survival 
Freestanding and multiunit immediate loading of the expandable 
implant: an up-to-40-month prospective survival study (Jo et 
al). 2001;85:148-55 
Ten-year survival rates of teeth adjacent to treated and untreated 
posterior bounded edentulous spaces (Aquilino et al). 
2001;85:455-60 


T 
Teaching 
Teaching an abbreviated impression technique for complete den- 
tures in an undergraduate dental curriculum (Duncan and 
Taylor). 2001;85:121-5 
Technology 
The author’s guide to controlling the photograph (Laws). 
2001;85:213-8 
Temperature 
Evaluation of high-temperature distortion of high-palladium 
metal-ceramic crowns (Papazoglou et al). 2001;85:133-40 
Template 
Simplitied radiographic-surgical template for placement of mul- 
tiple, parallel implants (Solow). 2001;85:26-9 
Tin 
Use of inductively coupled plasma-emission spectroscopy and 
mercury vapor analyses to evaluate elemental release from a 
high-copper dental amalgam: a pilot study (Cohen and 
Penugonda). 2001;85:409-12 
Titanium 
Electrochemical corrosion of titanium and titanium-based alloys 
(Kuphasuk et al). 2001;85:195-202 
Evaluation of a predictive model for implant surface topography 
effects on early osseointegration in the rat tibia model 
(Abron et al). 2001;85:40-6 
In vitro testing of the bond between soft materials used for max- 
illofacial prostheses and cast titanium (Wolf et al). 
2001;85:401-8 
Tomography 
Fabrication of imaging and surgical guides for dental implants 
(Almog et al). 2001;85:504-8 
Tooth, artificial 
The developments in the occlusal patterns of artificial teeth 
(Hardy). 2001;85:220-30 
Tooth discoloration 
Procera AllCeram laminates: a clinical report (Hager et al). 
2001;85:231-2 
Tooth movement 
Restorative and orthodontic treatment of maxillary peg incisors: 
a clinical report (Schmitz et al). 2001;85:330-4 
Topography 
Evaluation of a predictive model for implant surface topography 
effects on early osseointegration in the rat tibia model 
(Abron et al). 2001;85:49-6 
Transplantation, autologous 
Prosthetic considerations in the restoration of orthodontically 
treated maxillary lateral incisors to replace missing central 
incisors: a clinical report (Chaushu et al). 2001;85:335-41 
Treatment outcome 
A patient-based assessment of implant-stabilized and conven- 
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tional complete dentures (Allen et al). 2001;85:141-7 
Treatment planning 
Periapical abscess formation and resolution adjacent to dental 
implants: a clinical report (Chaffee et al). 2001;85:109-12 
Triclosan 
Effects of triclosan on the cytotoxicity and fungal growth on a 
soft denture liner (Lefebvre et al). 2001;85:352-6 
Trismus 
Maxillofacial prosthetic rehabilitation of a midfacial defect com- 
plicated by microstomia: a clinical report (Cheng et al). 
2001;85:432-7 
Tumor necrosis factor 
In vitro TNF-a release from THP-1 monocytes in response to 
dental casting alloys exposed to lipopolysaccharide (Nelson et 
al). 2001;85:466-71 


U 
Ultrasonics 
Organized method for ultrasonically cleaning and sterilizing 
small prosthetic components used in implant therapy (Ku and 
Shen). 2001;85:207-8 
Unconsciousness 
Bimaxillary soft splints for unconscious hard-clenching patients: 
a clinical report (Maeda et al). 2001;85:342-4 
Undergraduate dental curriculum; see Education, dental 


Vv 
Velcro 
Practical application of polyurethane and Velcro in maxillofacial 
prosthetics (Grant et al). 2001;85:281-3 
Veneers 
Evolution of dental ceramics in the twentieth century (McLean). 
2001;85:61-6 
In vitro color stability of double-layer veneers after accelerated 
aging (Heydecke et al). 2001;85:551-7 
Procera AllCeram laminates: a clinical report (Hager et al). 
2001;85:231-2 
Shear peel bond strength of compomers veneered to amalgam 
(Al-Jazairy). 2001;85:396-400 
Vertical dimension 
The speaking method in measuring vertical dimension 
(Silverman). 2001;85:427-31 
Use of a patient’s old complete denture to determine vertical 
dimension of occlusion (Bissasu ). 2001;85:413-4 
Vibration 
A vibratory stimulation-based inhibition system for nocturnal 
bruxism: a clinical report (Watanabe et al). 2001;85:233-5 
Viscosity 
Setting characteristics of five autopolymerizing resins measured 
by an oscillating rheometer (Ogawa et al). 2001;85:170-6 
Vitamins 
A randomized clinical trial comparing the efficacy of mandibular 
implant-supported overdentures and conventional dentures 
in diabetic patients. part IV: comparisons of dietary intake 
(Hamada et al). 2001;85:53-60 
Volatilization 
Use of inductively coupled plasma-emission spectroscopy and 
mercury vapor analyses to evaluate elemental release from a 
high-copper dental amalgam: a pilot study (Cohen and 
Penugonda). 2001;85:409-12 


Wear 
A comparison of the wear resistance and hardness of indirect 
composite resins (Mandikos et al). 2001;85:386-95 
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Wound healing 
Histomorphometric comparison of implant anchorage for two 
types of dental implants after 3 and 6 months’ healing in 
baboon jaws (Carr et al). 2001;85:276-80 


Z 


Zinc oxide-eugenol 


Microleakage of endodontically treated teeth restored with 
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fiber posts and composite cores and cyclic loading: a 
confocal microscopic study (Mannocci et al). 
2001;85:284-91 
Zinc phosphate 

In vitro microleakage of luting cements and crown foundation 
material (Lindquist and Connolly). 2001;85:292-8 

Macromolecular leakage beneath full cast crowns: a two-year in 
vitro investigation (Coleman et al). 2001;85:20-5 
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